DART AEROSPACE 
LTD 
Work Order: 


Description: 
Bracket Assembly 
Part Number: 
03121-144 


Qt : 


Oescription 
Bolt 
Bearing Assembly 
1 
r. 
. 


Second check 


Assemble 
03121-144 
as per Owg 03121; 
Pick: 
Qty 
Part Number 
2 
03121-21 
2 
03121-241" 
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as 03121-144 
Inspect work to Step 8 
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1s.r' r.... 
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QC8 


QC5 
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11 
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12 
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Ste 
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1 
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Issue Traveler 
Dw 
not re 
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2 
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Cut blank: (1.000" x 2.000" ) 4.425" long 
Material: 17-4 SS Bar per AMS 5604/5643 
(M17-4-B1.000x02.000) 
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Batch: 
\...1 


3 
MV 
MachineD3121-114 
as per Folio FA330 and Owg 03121 
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as 03121-114 
4 
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Inspect parts as they come bff the CNC machine 
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PROCEDURE CHANGE 
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NCR: 
WORK ORDER NON-CONFORMANCE 
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o<).oB'.l[ 


Verification 
Approval 
Approval 
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Design Mgr 
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Section A 
STEP 
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Part No: l:::>3lci \~ \ J-iL.(. 


NOTE: Date & initial all entries 


PAR#: 
1 
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o First Article 
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Drawing 
Actual 
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of 
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FIRST ARTICLE 
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D 
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Dimension 
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Date: 
f)4()~1,') 
Date: 
N/A 
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Rev 
Date 
A 
03.12.08 
B 
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Revised 
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KJ/JLM 
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Costing 
Report 
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No 
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a 
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0023793 
D3121-144 
WK530 
Main 
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to Finished 
Goods 


0.00 
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0.000% 
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Order 
Entry 
No 
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Department 
Code: 
Burden 
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WO 
Status 
Invoice 
State 
Invoice 
Date 
Invoice 
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Invoice 
Amount 


Est Mark 
Up 
Actual 
Mark 
Up 


Work 
Order 
No 
Project 
Name 
Project 
For 
Work 
Order 
Type 
Main 
WO Number 
House 
Part 
Number 
D3121-144 
Description 
Bracket 
Assembly 
Manufactured 
Yes 
Amount 
Req'd 
Amount 
Done 
Start 
Date 
Est 
Finish 
Date 
Act 
Finish 
Date 
Drawings 
Reqd 
Ok 
for Approval 
." 
Approval 
Rec'd 


Estimated 
Actual 
Var. 
% 
Posted 
To Post 
=============================================================================== 
Material 
Cost 
O. 0,0 
0.00 
0.00 
0.00 
0.00 
Engineering 
Hours 
0.00 
0.00 
0.00 
Engineering 
Cost 
0.00 
0.00 
0.00 
0.00 
0.00 
Production 
Hours 
0.00 
0.00 
0.00 
-Product ion Cost 
0.00 
0.00 
0.00 
0.00 
', 
, 
to. 00 
J?ackaging 
Hours 
0.00 
0.00 
0.00 
'PaeRaging Cost 
0.00 
0.00 
0.00 
0.00 
0.00 
OverHead 
Hours 
0.00 
0.00 
0.00 
OverHead 
Cost 
0.00 
0.00 
0.00 
0.00 
0.00 
CNC 
Hours 
0.00 
0.00 
0.00 
r 
CNC 
0.00 
0.00 
0.00 
0.00 
0.00 
Misc. 
Hours 
0.00 
0.00 
0.00 
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0.00 
0 ..00 
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0.00 
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========== 
========== 
======= 
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0.00 
========== 
========== 
======= 
Total 
Cost 
0.00 
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Mark 
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Cost 
0.00 
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Actual 
Labour 
Hrs/Amount 
Done 
0.00 
0.00 
Profits! (Loss) 
0.00 
0.00 
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